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NOTE: 

OUTPUT LOADED WITH 15 D RESISTOR. 

READINGS TAKEN WITH VTVM. 

117 VOLT LINE SOURCE. 

ALL CAPACITORS IN |iFD UNLESS OTHERWISE SPECIFIED. 
ALL RESISTORS 1/2 WATT UNLESS OTHERWISE SPECIFIED. 
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VOLTAGE READING 





109 *1«5. VOLTS 

90 >60 cvacs 
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SEE MANUAL PACE 29 
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HEATHKIT HIGH FIDELITY 14 WAH AMPLIFIER 

MODEL EA-3 



